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STATINTL 


6 JUN 1973 


, iEMORAhDiW FOR THE RECORD 

SUBJECT: Project SAFE, CAMS, AMO ADS TAR 


Tho undersigned assarted the role of project officer 
for Project SAFE, CAMS, AMD AD STAR on IS Hay 1P7T, 



STATINTL 


Chief, Electrical Section 
Headquarters Engine or lug Branch, RliCb/OL 


Distribution: 

Orig. Q 3 - OL/RiiCj)/ilLi> Official 
1 DL/iUsCD 

1 - OL/RHCiJ/JJEB Chrono 


OL/RECD/HTji/l 


jms / 7543 (1 June 73) 
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